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PRESENT WHARF ACCOMMODATION. JAN: 1912 


notes: 


SEASON OF NAVIGATION . 


HARBOUR COMMISSIONERS OF MONTREAL 

I»LiVTV O F 


35 FT. DEPTH AT LOW WATER STAGE OF 1897. 

EtoZ. FtoO. KtoM 

29 TO 30 FT. DEPTH AT LOW WATER STAGE OF 1897, 
BtoC. OtoE.&toY. YtoF. NtoO. QtoR.WtoX 
25 TO Zliz IT. DEPTH AT LOW WATER STAGE OF 1897, 
CtoD.Z to&.OtoH. JtoK.MtoN, OtoP 
20 FT AND LESS AT LOW WATER STAGE OF 1897. 
HtoJ.StoT. UtoV 

Total 

Wharf Accommodation when 

Total 


Th* ordinary open season oF naotyaiian is fivm 
April Nooendfer ZSth.seoen months.emdfn^uenlfy 

lasts from April 20 th, to fiooemierXth. 

DEPTH OF WATER . 

There ate no tides. The Harbour and River lend, is 
highest in May, yiving an aoeraye depth in the X foot 
Ship Channel of Xft., and lowest in October and 
November when the averaye depth is Xft. 6 inches. 
Soundings are shown in feet reduced te low water 
of 1897, vis,- D ft 7 inches on old lock sill Lachine 
Canal. 


1.950 FT. 
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14.890 ft. 


THE HARBOUR OF MONTREAL 


JOmoOD 


Works in course of Construction 




Coloured Red. 
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MPROVEMENTS ARE COMPLETED 
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Harbour Commissioners OrHces. 

January. 1912. 
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-• M.INST.C.E. 

J+wefEngineer. 


Major George W. Stephens. President. 
L. E. Geoffr ION EsQ; C.C.Ballantyne Eso 


market basin 


David SEATM ESQ: Secretary. 
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BOUNDARIES OF THE HARBOUR OF MONTREAL 
8-9 EDWARD VII. CHAP. 24. 

MAY 1909. 

THE WESTERN 8 EASTERN BOUNDARIES ARE DEFINED BY THE NATURAL 
BANKS OF THE RIVER ST.LAWRENCE, AT HIGH WATER MARK. 

THE NORTHERN BOUNDARY EXTENDS FROM HIGH WATER MARK AT THE 
EXTREME NORTHERN END OF THE ISLAND OF MONTREAL AT BOUT DE L’lSLE. 
8 Vf miles BELOW LONGUE POINTE CHURCH. ACROSS THE RIVER ST.LAWRENCE. 
BEARING DUE EAST ASTRONOMICALLY. TO THE HIGH WATER MARKON THE 
OPPOSITE SHORE. 

THE SOUTHERN BOUNDARY EXTENDS ACROSS THE RIVER ST.LAWRENCE. 
FROM HIGH WATER MARK TO HIGH WATER MARK 3760 FEET ABOVE. AND 
PARALLEL TO, THE VICTORIA BRIDGE. 
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